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ammonia, and ammonium carbonate solution. These
will absorb the oxygen. Hydrogen is determined
by combustion, using one of the methods described
In Part II, Chapter III, pp. 130 to 143.

Gases which are evolved under other conditions,
especially in electrolytic processes that are carried on
"without diaphragms, consist chiefly of hydrogen and
oxygen. The oxygen in such a mixture may best be
absorbed with the copper pipette mentioned above.
The use of phosphorus is dangerous because of the
occasional occurrence of an explosion.

